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30 September 1977 


MEMORANDUM FOR: Director of Central Intelligence 


FROM : | I 

Assistant to the Director 
(Public Affairs) 

SUBJECT : Public Affairs Office Biweekly Report 

(19-30 September) 


A. Media Relations 


1. During this period, the Public Affairs Office received 
95 telephone queries from media representatives, arranged 7 
briefings on substantive issues by CIA analysts, and serviced 

17 requests for information on media activities from Agency offices 

2 . 


Jconferred at Headquarters 


with Spencer Davis ^ Public Affairs Officer for the Senate Select 
Committee on Intelligence on Tuesday, 27 September. 

3. We have received a tentative proposal from NBC for 
their "Special" on the Agency early in 1978. 

B. Plans and Programs 

1. Arrangements for the Sigma Delta Chi meeting are under- 
way. We are asking Mr. Blake to welcome them and will offer them 
coffee in the Rendevouz Room. ✓ 
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2* 06C met with Mr. Colby on 30 September 

to discuss the problems the Publications Review Board has with 
Mr. Colby's manuscript. 

C. Special Projects 

1. We have arranged for the Young Presidents Organization 

to be briefed at Headquarters on 14 October by John McMahon with 
assistance from two analysts (Russia and China). Mrs. Proxmire 
visited the Agency in connection with the arrangements for the 
briefing on Wednesday, 21 September. 

2. We are proceeding on the TIME-sponsored briefing for 
Western European industrialists on 18 October. The DCI, Mr. Bowie, 
Dr. Stevens, Mr. Dirks and Mr. Malanick will participate. 

3. A briefing for the National Security Industrial Association 
(NS IA) at Headquarters has been set for 17 November. 


4. We have received 174 responses to the questionnaires we 
distributed on the tours. Virtually all those turned in have 
contained thoughtful and helpful comments . The~vot&*4n. .-favor of ^ 
the- tours is running about *10 to 1. 
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Remarks: 




ACTION 

INFO 

DATE 

INITIAL 

1 

DCI 





2 

DDCI 





3 

D/ DCI / 1C 
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DDS&T 
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DDI 
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DDA 
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DD %5 





8 

D/Dtl/NI 
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GC 

apmif 




10 

LC 





11 

IG 





12 

Compt 





13 

D/Pers 





14 

D/S 





15 

DTR 
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A/DCI/PA 





17 

AO/ DCI 





18 

C/IPS 





19 

DCI/SS 
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